Re:  ATTN:  Horse  Manure  &  Images 


Subject:  Re:  ATTN:  Horse  Manure  &  Images 

From:  Delilah  Shahbazian  <delilah.shahbazian@lacity.org> 

Date:  3/26/20,  11:57  AM 

To:  Sarah  Bell  <sarah.bell@lacity.org> 

Awesome!  :)  Thank  you. 

On  Thu,  Mar  26,  2020  at  11:57  AM  Sarah  Bell  <sarah.bell@lacitv.orq>  wrote: 

You  don't  have  to  do  a  service  request,  I've  asked  out  Watershed  Protection  Division  to 
call  me  about  it. 

On  Thu,  Mar  26,  2020  at  11:54  AM  Delilah  Shahbazian  <delilah.shahbazian@lacitv.orq> 
wrote: 

Another  link  for  it.  Maybe  they  can  get  into  contact  with  the  department  instead.  I  believe  their  question 
would  be  if  they  would  need  to  offer  payment  towards  it. 

LINK:  https://www.lacitvsan.orq/san/faces/home/portal/s-lsh-wwd/s-lsh-wwd-s/s-lsh-wwd-s-qw/s-lsh-wwd- 

s-qw-faq?  afrLoop=5128521408673206&  afrWindowMode=0&  afrWindowld=null&  adf.ctrl- 

State=13sqq0x8q4  239#!%40%40 

%3F  afrWindowld%3Dnull%26  afrLoop%3D5128521408673206%26  afrWindowMode%3D0%26  adf.ctrl- 

state%3D13sqqQx8q4  243 


On  Thu,  Mar  26,  2020  at  11:51  AM  Delilah  Shahbazian 
<delilah  .shahbazian@lacitv.org>  wrote: 

Thank  you  so  much,  Sarah!  You  rock.  PS:  I  found  this  on  the  LA  Sanitation  website.  Will  this  work  for  my 
case? 

WEBSITE  LINK:  https://www.lacitvsan.org/san/faces/home/portal/s-lsh-wwd/s-lsh-wwd-s/s-lsh-wwd-s-c/s- 

lsh-wwd-s-c-hmc:isessionid=-N0YLsm6-t  Gw  lCOiq2A49ZiEEAhohmWxiHwoBVXqkXOPzm- 

yic I -486308027 1 2 68245462?  afrLoop=5128415183672501&  afrWindowMode=0&  afrWindowld  =  null& 

adf.ctrl-state=13sqq0x8q4  1#!%40%40 

%3F  afrWindowld%3Dnull%26  afrLoop%3D5128415183672501%26  afrWindowMode%3D0%26  adf.ctrl- 

state%3D13sqq0x8q4  5 

On  Thu,  Mar  26,  2020  at  11:50  AM  Sarah  Bell  <sarah.bell@lacitv.orq>  wrote: 

Yes  let  me  send  this  over  to  that  team.  I  know  they  are  emptying  them  regularly 
but  the  Foothill  ones  don't  usually  overflow  so  I  will  see  what's  going  on  with  that. 
Commerce  I  think  the  businesses  may  be  using  them  which  happens  from  time  to 
time. 

On  Thu,  Mar  26,  2020  at  11:47  AM  Delilah  Shahbazian 
<delilah.shahbazian@lacitv.orq>  wrote: 

Perfect!  Thank  you,  Sarah.  Also,  not  sure  if  I  can  share  this  yet:  I  did  a  quick  site  visit  yesterday. 

Few  of  the  trash  bins  on  Commerce  Avenue,  Day  Street,  and  on  Foothill  Blvd  are  overflowing.  Any 
chance  we  can  work  on  it,  as  well?  Received  few  calls  from  constituents!  (*AII  streets  mentioned 
are  along  Foothill  Blvd*) 

On  Thu,  Mar  26,  2020  at  11:42  AM  Sarah  Bell  <sarah.bell@lacitv.orq>  wrote: 

Hi, 

This  is  a  first  so  I  will  need  to  make  some  phone  calls  and  look  into  this.  I'll 
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circle  back  when  I  have  some  info. 

Sarah 

On  Thu,  Mar  26,  2020  at  11:40  AM  Delilah  Shahbazian 
<delilah.shahbazian(5)lacitv.orq>  wrote: 

Good  morning,  Sarah, 

I  hope  this  email  finds  you  well!  I  wanted  to  reach  out  in  regards  to  a  case  a  constituent 
shared  with  me.  Right  across  from  her  property,  she  was  expressing  how  she  witnessed  the 
owners  of  the  property  dumping  horse  manure  over  the  cliff/mountain.  I  was  not  too  sure  as 
to  how  I  can  assist  her  in  this  regard.  Is  there  a  program  or  opportunity  to  work  on  this? 

The  location  or  property  in  question  is  right  across  from  8253  Ellenboqen  Street.  From 
what  the  constituent  was  sharing  with  me,  this  was  the  same  location  that  a  horse  had  fallen 
over  the  cliff  last  year;  which  is  a  concern  for  me  as  well.  But  for  now,  I  wanted  to  work  on 
the  aspect  of  the  owners  throwing  horse  manure  over  the  cliff.  The  images  of  the  location 
and  the  horse  manure  are  attached  from  the  email  I  have  forward  to  you.  If  you  can  guide 
me  on  this  issue  at  hand,  that  would  be  greatly  appreciated! 

Looking  forward  to  hearing  from  you!  Please,  stay  safe. 

Much  Gratitude, 

Delilah  Shahbazian 

. Forwarded  message . 

From:  Dutchpetra  jorgensen  <dutchpetra@qmail.com> 

Date:  Wed,  Mar  25,  2020  at  3:51  PM 

Subject:  Re:  ATTN:  Horse  Manure  &  Images 

To:  Delilah  Shahbazian  <deli  lah.shahbazian@lacity.org> 


Hi  there,  here  some  pictures  of  the  horse  manure  that  keeps  getting 
dumped  down  the  side  of  the  mountain.  It  can't  possibly  ok  to  do . 

Thanx  much, 

Petra  Jorgensen 


On  Wed,  Mar  18,  2020,  4:47  PM  Delilah  Shahbazian 
<del  ilah.shahbazian@lacity.org>  wrote: 

Good  afternoon,  Petra, 

I  hope  this  email  finds  you  well!  I  just  wanted  to  follow  through  in  regards  to  the  images! 
No  rush  --  just  wanted  to  check  in!  :) 

Looking  forward  to  hearing  from  you! 

Much  Gratitude, 

Delilah  Shahbazian 

On  Mon,  Mar  16,  2020  at  4:45  PM  Dutchpetra  jorgensen 
<dutchpetra@qmail.com>  wrote: 

Thanx,  appreciate  the  effort.  I  think  once  they  got  caught  a  few  times 
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without  the  proper  permits  they  realized  they  better  toe  the  line! 

On  Mon,  Mar  16,  2020,  4:43  PM  Delilah  Shahbazian 
<delilah.shahbazian(5)lacitv.ora>  wrote: 

Good  afternoon,  Petra, 

As  promised,  I  checked  in  with  LA  Building  and  Safety  to  learn  about  the  permits  your 
neighbors  acquired  for  8241  Ellenboqen  Street.  They  have  up  to  eight  permits: 
one  closed,  four  finalized,  and  three  in  progress.  Their  permits  are  a  mixture  of 
construction  on  their  site  whether  it  be  re-roofing,  adding  in  a  patio  cover,  or  adding 
an  addition  to  their  storage/garage;  (building  addition,  new  building,  and  repair). 

Based  on  my  site  visit,  it  does  look  like  they  are  in  line  with  their  permits.  I  will  make 
another  site  visit  to  make  sure. 

Much  Gratitude, 

Delilah  Shahbazian 


On  Mon,  Mar  16,  2020  at  1:24  PM  Delilah  Shahbazian 
<delilah.shahbazian(a)lacitv.orq>  wrote: 

Good  afternoon,  Petra, 

Thank  you  for  the  phone  call  this  afternoon!  It  is  a  pleasure  to  meet  you  via  email. 

This  is  my  work  email,  of  which  you  can  send  me  pictures  of  the  location.  I  will,  as 

well,  look  into  the  permits  for  8.  4  L  Ellenboq  er _ et.  Feel  free  to  send  me  any 

updates  or  information! 

Looking  forward  to  hearing  from  you! 

Much  Gratitude, 

Delilah  Shahbazian 


Delilah  Shahbazian,  Caseworker 
Sunland-Tujunga  Office 

Councilwoman  Monica  Rodriguez,  7th  District 
7747  Foothill  Blvd.  Tuiunaa.  CA  91042 

Phone:  818-352-3287  Fax:  818-875-4554 
www.monicarodriguez.org 
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